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Message Text 

UNCLASSIFIED 

PAGE 01 MUNICH 00954 011335Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 EURE-00 /021 W 

011338Z 007280/40 

OP011320Z APR 77 

FM AMCONSUL MUNICH 

TO USDOC WASHDC IMMEDIATE 

INFO SECSTATE WASHDC PRIORITY 8299 

AMEMBASSY BERN 

AMEMBASSY BONN 

AMEMBASSY DOHA PRIORITY 

UNCLAS MUNICH 0954 

E.O. 11652: N/A 

TAGS: BTIO, BPRO, BENC, GW, QA, SZ 

SUBJECT: EQUIPMENT FOR DOHA HOSPITAL PROJECT 

REF: (A) MUNICH 921; (B) USDOC 5669 

1 . INFORMATION CONTAINED PARA TWO REF (B) IS CORRECT AS FAR 

AS NEED FOR QATARI SPONSOR IS CONCERNED. HOWEVER, STAIGER AND 
SEUNIG (S&D) DO RPT NO HAVE QATARI SPONSOR/AGENT WITH WHOM 
THEY ARE WORKING ON PROJECT AND OFFER SERVICES OF THIS QATARI 
AGENT TO AMERICAN FIRM OR FIRMS WHO MIGHT BE INTERESTED 
IN PROJECT. 

2. S&S CLAIM TO BE ARCHITECTS IN CHARGE OF PROJECT. THEY 
STATE THEY ARE "COMANAGER OF TURN-KEY PROJECT TO CONSTRUCT 
THIS HOSPITAL."' NO RPT NO MENTION MADE OF LEWELYN DAVIES. 

3. STAIGER AND SEUNIG REITERATED DESIRE TO HAVE 
PREQUALIFICATION BIDS IN HAND IN MUNICH BY APRIL FIFTH. 

TELEX/TELEPHONE NUMBERS PROVIDED REF (A) VALID AND 
INTERESTED AMERICAN FIRMS SHOULD BE ENCOURAGED TO 
CONTACT S&S ACCORDINGLY.BETTS 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 01 -Apr-1 977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977MUNICH00954 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 12-0522 
Format: TEL 
From: MUNICH 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770498/aaaadhoo.tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: cea18bab-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 MUNICH 921 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 03-Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2927190 
Secure: OPEN 
Status: NATIVE 

Subject: EQUIPMENT FOR DOHA HOSPITAL PROJECT 
TAGS: BTIO, BPRO, BENC, GE, QA, SZ 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/cea18bab-c288-dd1 1-92da-001cc4696bcc 
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